CHAPTER TWENTY-TWO
THE second play in which I appeared as a star was Buffer/lies by Henry Guy Carleton, who was the first editor of Life. In this I played Frederick Ossian, a heedless young man who is much in love and much in debt. Finally Frederick tries the expedient of going to work, and his love is rewarded. In this play, which was also produced at Palmer's Theatre, Maude Adams as Miriam made another hit and Olive May as Suzanne-EHse scored greatly. Suzanne was a broad-comedy part, one of the first of the modern slangy young girls and a contrast to the heroine, the delicate Miriam. Carleton's play was as great a success as The Masked Ball, and we played it for many months.
The cast was:
John Drew Lewis Baker Harry Harwood Arthur Byron Leslie Allen Frank E. Lamb
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